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GEORGE FOX AND OLIVER CROMWELL. 











(Continued from page 419.) 








At a meeting about seven miles from London’ 
the populace usually came from several adjacen 
parishes to abuse Friends, whom they often bea 
aad bruised exceedingly. Qn one occasion, 
about eighty persons were maltreated by them 
some having their coats and cloaks torn off, others 
being thrown into ditches and ponds, or smeared 
with dirt. George Fox, being informed of these 
proceedings, was moved to attend the next meet- 
ing at that place. When he came, he directed 
Friends to bring a table, and set it in the close 
where they met. The rabble cameas usual, and 
he stood upon the table with a Bible in his hand, 
showing them the fruits of their priests’ teach- 
ing, and expostulating with them for their un- 
christian conduct, until they became ashamed, 
and were quiet. He then opened the Scriptures 
to them, showing that the principles of Friends 
agreed therewith, and the meeting ended in 
peace. 

Soon after this he went to Reading, where, 
being under great sufferings and exercises, “ his 
countenance was altered, and his body became 
poor and thin.” He was impressed with a sense 
and belief that great confusion was coming upon 
the people, and that the powers of government 
would be shaken. Le saw that a great deal of 
hypocrisy, deceit, and strife prevailed among the 
people, “so that they were ready to sheathe 

ir swords in one another's bowels.” There 
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had been tenderness among them formerly, when 
they were low, but when they got up, had killed, 
and taken possession, they came to be as bad as 
others.” “They had hardened them- 
selves by persecuting the innocent, and were at 
this time crucifying the seed, Christ, both in 
themselves and others. “I had,” says George 
Fox, ‘a sight and sense of the king’s return a 
good while before, and so had some others. I 
wrote to Oliver several times, and let him know, 
that while he was persecuting God’s people, they 
whom he accounted his enemies were preparing 
to come upon him. Whensome forward spirits 
that came amongst us would have bought Somer- 
sethouse, that we might have meetings in it, I 
forbade them to do so: for I then foresaw the 
king’s coming in again.” .. . “aj 
saw that a great stroke must come upon those in 
power: for they that had then got possession 
were so exceedingly high, and such great perse- 
cution was acted by them who called themselves 
saints, that they would take from Friends their 
copy-hold lands, because they could not swear 
in their courts. Sometimes when we laid these 
sufferings before Oliver Cromwell, he would not 
believe it. Wherefore Thomas Aldam and 
Anthony Pearson were moved to go through all 
the jails in England, and to get copies of Friends’ 
commitments under the jailor’s hand, that they 
might lay the weight of their sufferings upon 
Oliver Cromwell. And when he refused to give 
order for the releasing of them, Thomas Aldam 
was moved to take his cap off his head, and rend 
it in pieces before him, and say unto him, “So 
shall thy government be rent from thee and thy 
house.” 

After remaining some weeks at Reading, 
George Fox, having regained his strength, re- 
turned to London. The body of Oliver Crom- 
well was then lying in state, previous to his 
interment; which did not take place till more 
than eleven weeks after his decease. The great 
hall of Somerset-house, where he lay, was lighted 
with four or five hundred candles ; his effigy was 
exhibited, and nearit were men stationed, sound- 
ing with trumpets. George Fox, being grieved 
and disgusted with this pompous ceremony, so 
much at variance with all the professions of the” 








434 © FRIENDS’ 





Puritans, wrote a letter of expostulation to those 
who were concerned in it. 

He also wrote an epistle to Friends, exhorting 
them to keep clear of all “the plotting and con- 
triving” by which the several political factions 
sought to promote their own aggrandizement. 
“You are called to peace,” he says, “‘ therefore 
follow it; that peace is in Christ, not in Adam 
in the fall. All that pretend to fight for Christ 
are deceived, for his kingdom is not of this 
world, therefore his servants do not fight. Fight- 
ers are not of Christ’s kingdom, but are without 
Christ’s kingdom; for his kingdom stands in 
peace and righteousness, but fighters are in the 
lust : and all that would destroy men’s lives are 
not of Christ’s mind, who came to save men’s 
_.. ro “ All that pretend to 
fight for the gospel are deceived; for the gospel 
is the power of God which was before the devil, 
or the fall of man was: and the gospel of peace 
was before fighting was. Therefore they that 
pretend fighting, and talk of fighting so, are 
ignorant of the gospel. All that talk of fighting 
for Sion, are in darkness; Sion needs no such 
helpers.” 

At this time, the British government was 
subjected to many sudden and surprising muta- 
tions. On the death of the Protector, his son 
Richard was proclaimed his successor ; but being 
a man of easy temper and humane feelings, he 
would not adopt the severe measures deemed 
necessary to maintain his authority. The power- 
ful army which had sustained his father, was 
governed by officers who were republicans in 
principle, or jealous of the young Protector. At 
their instance, he dissolved the Parliament 
which had just been elected; and having, by 
this fatal step, lost the only stay that could sup- 
port his authority, he resigned the Protectorship, 
and retired to the shades of private life. 

The officers of the army summoned the re- 
mains of the old Parliament which had been 
dissolved by Oliver ; and this body, on assuming 
the government, immediately declared for a 
Commonwealth without a chief magistrate, or 
house of peers. The Parliament next attempted 
to control the military officers who had restored 
them to power ; but these not submitting, secured 
the avenues to the Parliament House, prevented 
the members from assembling, and appointed a 
committee, chiefly from among themselves, to 
exercise supreme authority. This was the com- 
mittee of safety, of which Sir Henry Vane was 
chairman. They retained their supremacy but 
a short time; for being informed that General 
Monk, who had been Cromwell’s chief comman- 

der in Scotland, was marching into England 
with his army, they resigned their authority, 
and restored the Parliament, which met again 
the 26th of December (10th month O. S.), 1659. 
This Parliament was called the Rump, probably 
“because a part of its members had been secluded 
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by Cromwell, in 1648. The Presbyterian party 
being predominant in London, insisted on the 
restoration of these members to their seats ; and 
when General Monk arrived in the metropolis 
he united with them, and carried that measure, 
The House, thus augmented, being under the 
control of the Presbyterians, immediately passed 
an act to revive the solemn league and covenant, 
and to establish their creed and directory as the 
state religion. In compliance with the-demand 
of General Monk, and the prevalent wish of the 
nation, the Parliament then decreed .its own 
dissolution, and the election of a new Parliament 
to meet in the spring of 1660. 

While these rapid and violent changes were 
taking place, the nation was in a state of great 
agitation. Each of the contending parties en. 
deavored to gain partisans, and some persons who 
attended Friends’ meetings, were only prevented 
from taking up arms by the influence of George 
Fox. While the committee of safety was in 
power, great places and commands were tendered 
to some of the Friends if they would take up 
arms for the commonwealth ; but they declined 
all such offers, and publicly maintained their 
peaceable principles, declaring that “their 
weapons were not carnal, but spiritual.” Durin 
this season of commotion, George Fox addres 
a letter to Friends, warning them to “keep out 
of the powers of the earth, which run into wars 
and fightings,’”’—to take heed of meddling with 
other men’s matters, and to dwell in the power 
of the Lord, and in unity and love one to 
another.” 

After some stay in London, he travelled 
through several counties, and coming to Norwich 
in the early part of winter, 1659, he held a 
meeting, which was largely attended. Among 
the audience were several clergymen, one of whom, 
named Townsend, stood up and cried, “ Error, 
blasphemy, and an ungodly meeting !’’ 

George Fox. “I desire thee not to burden 
thyself with that which thou canst not make 
good. What is our error and blasphemy? As for 
an ungodly meeting, I do believe there are many 
people here who fear God, and therefore it is 
both unchristian and uncivil to charge civil, god- 
ly people with av ungodly meeting.” 

Townsend. “The error and blasphemy is in 
your saying that people must wait on God by his 
power and spirit, and feel his presence when 
they do not speak words.” 

George Fox. “ Did not the apostles and holy 
men of God hear God speak to them in theit 
silence, before they spake forth the Scripture, 
and before it was written ?” 

Townsend. “Yes. David and the prophets 
did hear God before they penned the Scriptures, 
and felt his presence in silence before they spake 
them forth.” 

George Fox. “ All people take notice, he said 
this was error and blasphemy in me to say those 
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words, and now he hath confessed it is no more 


than the holy men of God in former times wit- 


nessed.”” 


This controversy being ended, the meeting 
became quiet, and was crowned with the evidence 
of divine favor, insomuch that even the rude 
people who came to oppose, desired another 


meeting. 


He returned to London about the time that 
General Monk arrived there, when the city was 
“ Long. before this,” 
he says, “ I had a vision, wherein I saw the city 
lie in heaps, and the gates down; and it was 
then represented to me, just as I saw it several 
years after, lying in heaps when it was burned.” 
He had frequently warned the people and their 
rulers of “the day of recompense that was com- 
ing upon them,” but they rejecting his admoni- 
tions, he now was moved to write them a letter 
to remind them of the prophecies spoken by the 
Lord’s servants, which were evidently being ful- 


dismantled of its gates. 


filled. 


From London he set out on a journey to the 
western counties of England, during which he 
encountered some opposition, but had many 
While he was in Cornwall, 
there were many shipwrecks about the Land’s 
End, and he was shocked at the conduct of the 


precious meetings. 


people, ir plundering the wrecks. “It was,” 


he says, “the custom of that country: at such a 
time both rich and poor went out to get as much 
of the wreck as they could, not caring to save 


the people’s lives; and in some parts of the 
country, they called shipwrecks God’s grace. It 
grieved my spirit to hear of such unchristian 
actions, considering how far they were below the 
heathen at Melita, who received Paul, made him 
a fire, and were courteous towards him, and those 
that suffered shipwreck with him. Wherefore 
I was moved to write a paper, and send it to all 
the parishes, priests, and magistrates, to reprove 
them for such greedy actions, and to warn and 
exhort them, that if they could assist to save 
people’s lives, and preserve their ships and goods, 
they should use their diligence therein; and 
consider, if it had been their own e¢ondition, they 
would judge it hard, if they should be upon a 
wreck, and the people should strive to get what 
they could from them, and not regard their 
lives.” 

“This paper had good service among people : 
and Friends have endeavored much to save the 
lives of men, in time of wrecks, and to preserve 
the ships and goods for them. And when some, 
who suffered shipwreck, have been almost dead 
and starved, Friends have taken them to their 
houses to succour and recover them, which is an 
act to be practised by all true Christians.” 

During this journey, he came to the city of 
Bristol, and attended a meeting in the orchard, 
where Friends frequently met for Divine worship. 
On this occasion, he was remarkably preserved 
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from the intended violence of a drunken soldier, 
who came near him with a drawn sword, having 
bound himself with an oath, “to cut down and 
kill the man that spoke.” This preservation, he 
attributed to “the Lord’s power which came 
over all, and chained him with the rest,” so that 
they had a blessed meeting, and ascribed the 
praise to the Lord’s everlasting power and pre- 
sence. 

He also attended a General Meeting at Edward 
Pyot’s, near Bristol, “at which it was judged 
there were some thousands of people. Of this 
meeting, he says in his Journal, ‘It was very 
quiet, and many glorious truths were opened to 
the people, and the Lord Jesus Christ was set 
up, who is the end of all figures and shadows of 
the law, and the first covenant.” 4 eer 
“ Christ saith to his disciples, ‘Be ye perfect 
even as your Heavenly Father is perfect :’ and 
he, who himself was perfect, comes to make man 
and woman perfect again, and brings them again 
to the state which Cod made them in. So he is 
the maker up of the breach, and the peace be- 
twixt God and man. 

‘That this might the better be understood, 
by the lowest capacities, I used a comparison of 
two old people, who had their house broken down 
by an enemy, so that they, with all their chil- 
dren, were liable to all storms and tempests. And 
there came some to them, that pretended to be 
workmen, and offered to build up their house 
again, if they would give them so much a-year ; 
but when they had got their money, they left 
their house as they found it. After this manner 
came a second, third, fourth, fifth, and sixth, 
each with his several pretence to build up the 
old house, and each got the people’s money, and 
then cried, ‘They could not rear up the house, 
the breach could not be made up; for there is 
no perfection here.” They tell them, the house 
can never be perfectly built up again in this life, 
though they have taken the people’s money for 
doing it. For all the sect-masters in christendom 
(so called) have pretended to build up Adam’s 
and Eve’s fallen house, and when they have got 
people’s money, tell them the work cannot be 
perfectly done here; so their house lies as it did. 
But I told the people, Christ was come to do it 
freely, who by one offering, hath perfected for- 
ever all them that are sanctified, and renews 
them up into the image of God which man and 
woman were in before they fell, and makes man’s 
and woman’s house as perfect again as God made 
them at the first ; and this Christ, the Heavenly 
Man, doth freely. Therefore, all are to look unto 
him, and all that have received him are to walk 
in him, the Life, the Substance, the First, and 
the Last; the Rock of Ages, the Foundation of 
many generations.” 


 eihsaneateibe lad’ 
To be a man’s own fool is bad enough ; but 
the vain man is every body’s.—Penn... ; 
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LETTER FROM ELIZABETH WEBB TO ANTHONY 
WILLIAM BOEHM. 
(Concluded from page 423.) 


So I came to love to dwell with judgment, 
and used often to pray, saying, Oh Lord! search 
me and try me, for thou knowest my heart bet- 
ter than I know it, and I pray thee let no deceit- 
fulness of unrighteousness lodge therein, but let 
thy judgments pass upon every thing that is 
contrary to thy pure, divine nature; thus my 
soul used to breathe to the Lord continually, and 
hunger and thirst after a more full enjoyment of 
his presence, although he is a consuming fire to 
the corrupt nature of the old man, yet my soul 
loved to dwell with him, or else I found many 
sorts of corruptions would be endeavoring to 
spring up again, and so I resigned up my mind 
to the Lord, with desires that he would feed me 
with food convenient for me; and this I can say 
by experience, that the soul that is born of God 
doth breathe to him, as constantly by prayer, as 
the sucking child, when it is born into the world, 
doth draw in and breathe out the common air; 
so the child of God doth draw in and breathe 
forth the breath of life, by which man was made 
a living soul to God; and this breathing that is 
pure and divine, all that are in the old man or 
fallen, corrupt nature, know nothing of; it is a 
mystery to them; but a babe in Christ knows it 
to be true; and although the children in our 
father’s family are of several ages, growths or 
statures, both in strength and understanding, 
yet this I have observed in all my travels, that 
those that live to God, continue in a state of 
breathing to him while here, and hunger and 
thirst after a more full enjoyment of his divine 
presence ; that as every day brings us nearer to 
the grave, so every day the soul may be brought 
into a more divine union and communion with 
God; which is a certain sign to me, of the di- 
vine life and health of a soul, if I find it sweetly 
breathing unto the Lord, and hungering and 
thirsting after his righteousness; and it is very 
evidently seen, and easily known by the conver- 
sation of persons, what manner of spirit doth 
govern in them, although many will not believe 
those things if it be declared to them, neither 
will they try whether it be so or not, but they 
are satisfied with the husk of religion. Oh! 
what will they do when the rudiments and beg- 
garly elements of this world fall off, and all our 
works must pass through the fire; my very soul 
mourns for them; but we must press forwards 
and leave them, if they will not arise out of their 
false rest. 

Dear friend, as thou well observed, it is a 
great help to the soul to know its own corrup- 
tions, and from whence it is fallen, that it may 
know whither to return. These things are very 
true, and the knowledge of them hath been a 
great comfort to me, and so have the experiences 


of the servants of the Lord, agreeable to the tes. 
timonies left on record, which are as way-marks 
to the spiritual traveller; and we have a great 
privilege in and by them; but above all, Christ 
our holy pattern and heavenly leader, my soul 
prizeth the knowledge of his footsteps ; the lead. 
ing of his spirit, the spirit of truth, the Comfort- 
er, which the Father hath sent to lead us into 
all truth; who hath said, “by this I know that 
I am true, because I seek not mine own honor, 
but the honor of Him that sent me.”’ And Qh! 
saith my soul, that we may follow the leadings 
of our unerring guide, in all things that he may 
lead us into; and I have good cause to believe 
he will bring through all tribulations, to the 
honor of God and our comfort; for the Lord 
hath brought my soul through many trials, one 
after another, as he saw meet, some more of 
which I may give a hint of, viz. Aftér my in- 
ward tribulation was abated, then outward trials 
began, for there were some of no small account, 
that endeavored, with all their might and cun- 
ning, to hinder the work from prospering in me; 
and as Saul hunted David, and sought to take 
away his natural life, so these hunted my soul to 
take away its life, which it had in God; but all 
wrought together for my good. I have often 
seen, and therefore may say, the Lord knoweth 
what is best for his children, better than we 
know for ourselves; and so my enemies, instead 
of driving my soul away from God, drove it more 
near to him; for this trial caused me to prove 
the spirit which had occasioned the exercise of 
my mind, and I found it to be the spirit of truth, 
which the worldly and self-minded cannot re- 
ceive; for I found the nature of it to be harmless 
and holy, and to lead me to love mine enemies, 
to pity them and pray for them ; and this love 
was my preservation. And as I gave up in obe- 
dience to the operation and requiring of this 
meek spirit, it ministered such peace to my soul, 
that the world cannot give. But there was a 
disposition in me to please all; which I found 
to be very hard for me to be weaned from, so 28 
to stand single to God; for when I did fear man 
I had nothing but anguish and sorrow, and [ 
used often to walk alone and pour out my com- 
plaint to the Lord. But after a long time, when 
the Lord had tried my fidelity to him as he saw 
meet, one day, as I was sitting in a meeting in 
silence, waiting upon the Lord, to know my 
strength renewed in him and by him, this portion 
of scripture was given to me, viz., “Comfort ye 
my people, saith your God, speak comfortably to 
Jerusalem, and cry unto her, that her warfare is 
accomplished, that her iniquities are pardoned, 
that she hath received of the Lord’s hand double 
for all her sins.” This brought great comfort to 
my soul, and I treasured it in my heart; and I 
made this observatien, that from that time the 
Lord gave my soul (as the apostle Peter express- 
es it) a more abundant entrance into the hea- 
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venly kingdom or New Jerusalem, whose walls; with fire and brimstone; which is the second 


are salvation, and her gates praise ; and my mind 
was brought into more stillness, and troublesome 
thoughts were in a good degree expelled, and my 
outward enemies grew weary of their work, and 
failed of their hope. The praise I freely, in 
great humility, offer up and ascribe to Almighty 
God, for it was his own work to preserve me from 
many strong temptations. So after I had peace 
at home every way, I was drawn by the spirit of 
love to travel into the North of England; and 
on my journey my soul had many combats with 
the Evil Spirit; when I was asleep he tormented 
me as long as he could. I have indeed had a 
long war with the devil many ways; and abun- 
dance of courage was given me to make war with 
him, and I always gained the victory, when cow- 
ardly, fearful nature was asleep; which was com- 
fortable to my mind; and I did hope that the 
Lord would give me perfect victory over the 
devil when I was awake, as he had let me see it 
tobe so when I was asleep. And the spirit 
which led me forth was to me like a needle ofa 
compass touched with a loadstone, for so it point- 
ed where I ought to go, and when I came to the 
far end of the journey. In those days I had cer- 
tain manifestations of many things in dreams, 
which did come to pass according to their signi- 
fications ; and I was many times forewarned of 
enemies, and so was better able to guard against 
them; I travelled in great fear and humility, 
and the Lord was with me, to his glory and my 
comfort, and brought me home again in peace. 
And in the year 1697, in the Sixth month, as I! 
Was sitting in a meetingin Gloucester, which was | 
then the place of my abode, my mind was gath- 
ered into perfect stillness for some time, and my 
spirit was as if it had been carried away into 
America; and after it returned my heart was as 
if it had been dissolved with the love of God, 
and it flowed over the great ocean, and I was 
constrained to kneel down and pray for the seed 
of God in America; and the concern never went 
out of my mind day nor night, until I went to 
travel there in the love of God, which is so uni- 
versal that it reaches over sea and land; but 
when I looked at my concern with an eye of hu- 
man reason, it seemed to be very strange and 
hard to me, for I knew not the country, nor any 
that dwelt therein; and I reasoned much con- 
cerning my own unfitness; but when I let in 
such reasonings, I had nothing but death and 
darkness, and trouble attended my mind; but 
when I resigned up my all to the Lord, and gave 
Up In my mind to go, then the divine love did 
Spring up in my heart, and my soul was at lib- 
erty to worship the Lord as in the land of the 
living. Thus I tried and proved the concern 
several times in my own heart, till at last these 
words ran through my mind with authority, viz., 
The fearful and unbelieving shall have their por- 
tion with the hypocrite, in the jake that burns 


death. This brought a dread, and I told my hus- 
band that I had a concern on my mind to go to 
America, and asked him if he could give me up. 
He said he hoped it would not be required of me; 
but I told him it was, and that I should not go 
without his free consent, which seemed a little 
hard to him at first, but a little while after, J] 
was taken with a violent fever, which brought 
me so weak, that all that saw me thought I 
should not recover. But I thought my day’s 
work was not done, and my chief concern in my 
sickness was about going to America. But some 
were troubled that I had made it public, because 
they thought [ should die, and people would 
speak reproachfully of me, and said, If 1 did re- 
cover, the ship would be ready to sail before I 
should be fit to go, &e. But I thought if they 
would but carry me and lay me down in the ship, 
I should be well, for the Lord was very gracious 
to my soul in the time of my sickness, and gave 
me a promise that his presence should go with 
me; and then my husband was made very will- 
ing to give me up, he said if it were for seven 
years, rather than to have me taken from him 
forever. So at last all those difficulties passed 
over, and I sailed from Bristol in the 9th month, 
1697, with my companion, Mary Rogers. The 
dangers we were in at sea, and the faith and 
courage the Lord gave to my soul, would be too 
large here to relate; for I had such an evidence 
of my being in my proper place, that the fear of 
death was taken away. Oh! it is good to trust 
in the Lord and be obedient to him, for his mer- 


cies endure forever. 
(To be concluded.) 





Christianity is calculated to enlighten the un- 
derstanding, and inculcate the principles of love 
to God and man. It softens the heart, and 
disposes it to acts of beneficence and good will— 
it forbids all manner of revenge, animosity and 
resentment: and enjoins the cultivation of 
that charity which thinketh no evil—conse- 
quently is opposed to those tempers and disposi- 
tions which engender war, and cause so much 
desolation in the earth. To love and pray for 
enemies, and to “do good for evil,” are perma- 
ment features in the Christian character, from 
all which it ‘may be inferred, That wars and 
fightings, under whatever pretext they may 
originate, are repugnant to the benign doctrines 
of the gospel—contrary to reason and the dic- 
tates of humanity, and productive of incalcula- 
ble misery to the human family. 

xine 

Life abounds with circumstances calculated 
to manifest what are a person’s real principles ; 
and wherever there is a desire of glorifying 
God, the transactions of every day will yield op- 
portunities for doing so; as they will also afford 
means for serving self and the world. 
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DANIEL QUINBY. 
(Continued from page 358.) 


The following memorandums of a journey to 
New Cornwall Monthly Meeting, though it has 
no date of the year, appears to be the next re- 
ligious visit undertaken by our beloved friend. 

Having for a considerable time had a prospect 
of paying a religious visit to Friends of New 
Cornwall Monthly Meetings, and the meetings 
constituting the same, and feeling the necessity 
of unfolding the prospect to Friends of my own 
Monthly Meeting, much sympathy and unity was 
experienced therewith, and I was furnished with 
a minute of concurrence. Undera feeling sense 
of the weight of the work before me, in company 
with my kind friend John Hall, I took leave of 
my dear family on the 24th of the 10th month. 

25th. This day we attended the Monthly Meet- 
ing, and I had not sat long before I felt as if the 
prison doors were ina great measure opened, and 
the poor captive set at liberty; and I had to 
sound an alarm among them. 
encouragement was extended to the sincere travel- 
lers Zionward and I was also led to express a 
feeling that attended my mind, that there was a 
number present that were making a high profes- 
sion of godliness, and yet were not in the posses- 
sion thereof: also, what would be the consequence 
to those who were at ease in Zion, and were not 
engaged to work out their soul’s salvation before 
I felt the 


the day of their visitation was over. 
sweet reward of peace for this little labor, and 
bad to mention that I felt thankful to the Father 
of all our sure mercies, that I was found worthy 
to go forth to advocate the precious cause and 


testimony in my small measure. During the 
transaction of the business of the meeting, I was 
drawn to pay a visit to the women’s meeting, 
which I was left at liberty toaccomplish. Here 
I was led with a sense that there were many of 
my sisters who, through unfaithfulness and dis- 
obedience to manifested duty, had unhappily 
deprived themselves of that peace of mind which 
is the greatest enjoyment we can possibly have 
while in this state of mutability ; and was also 
led to call the attention of the youth to the beau- 
ty there was in being made willing to dedicate 
their hearts to serve the Lord in the prime of 
life. After which my companion, Thomas Titus, 
had a few words to offer, and then I was drawn 
forth in ardent supplication. In these labors I 
renewedly experienced the reward of peace, and 
had tosay in the secret of my heart, “ what shall 
I render unto thee for all thy benefits.” 

26th. Attended the meeting for Ministers and 
Elders, and although I felt very desirous to be 
silent, and willing to be instructed by my friends, 
considering myself to be one of the least in this 
part of the family in experience; yet way was 
made for me to labor in and under the requirings 
of truth, and I was enlarged in testimony far 
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beyond my expectations, and had cause to be- 
lieve that it was satisfactory to my friends, for 
it seemed like a melting-time. © may I dwell 
low and humble under the manifold favors and 
blessings that my dear Lord and Master is pleas. 
ed to bestow upon one who feels unworthy of the 
least of his favors. 

30th. We had a meeting at the Smiths’ Clove 
at the 11th hour, this being the first meeting held 
in the new meeting-house, and we had the com- 
pany of Thomas Titus and Charles Webb. Soon 
after the meeting was gathered I was made 
willing to express what had weightily impressed 
my mind, and to make mention of the many 
privileges resulting from a truly religious life. 
Our friend, Thomas Titus, had to remind them 
of the necessity of prizing the present favors, and 
Charles had a few words to say, after which I 
was led in the spirit of prayer. Thomas had 
again to entreat the people to treasure up the 
present favor, and the meeting ended well. A 
heavenly season, indeed, it seemed, for I believe 
there were but few, if any, that were not melted 
into tears. May the Lord have the praise, to 
whom all praise and thanksgiving is due. 

This afternoon we had a meeting at the Up- 
per Clove. The meeting was small in conse- 
quence of the shortness of the time for giving 
notice ; but it proved to be a favored time. It 
seemed to me that truth rose into dominion, ever 
blessed be the good Shepherd of Israel ; and after 
publicly acknowledging my thankfulness to the 
Father of all our sure mercies for his manifold 
favors, the meeting concluded in a very tender 
frame. ‘Truly it is the Lord’s work and may it 
be carried on and maintained to the honor and 
praise of his own blessed name, who is eternally 
worthy. 

31st. Was at the meeting at Cornwall, and 
had a favored meeting. I thought there was not 
a stone left unturned by our dear Friend E. Hal- 
lock ; and after a short pause, I was drawn forth 
in ardent supplication and the meeting ended 
well. I hope it will be remembered by us all. 
I can say in sincerity of heart, “ what shall I 
render unto thee, O Lord, for all thy benefits?” 
I felt such a secret peace of mind to flow, that it 
was a sufficient reward for all my labors. 

2d day, the Ist of 11th month. Had a meet- 
ing this evening at New Marlborough, in which 
I had a great deal to offer, but did not receive 
that satisfaction of mind that I had heretofore 
experienced, and went after meeting to my uncle 
John Young’s, not a little troubled in mind, fear- 
ing that I had gone before my guide, and should 
bring dishonor to the precious cause. O how it 
humbled me, and, as it were, laid me in the 
dust. 

2d. Set out this morning to attend a meet- 
ing that had been appointed for me at Pleasant 
Valley. I thought when riding along that I 
had rather have gone almost any where else than 
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toa meeting, and was almost ready to conclude 
that I should never have to open my mouth in 
His name again; to such a degree was my spirit 
clothed with poverty, yea I am not able to set 
forth the baptism I passed through. But I was 
favored to keep in patience and resignation, and 
continued in the belief that all would work for 
my good; that it was through many tribulations 
that we were to enter into the kingdom, and that 
though many may be the afflictions of the righte- 
ous, the Lord would deliver him out of them all. 
I was made willing to endure the furnace of af- 
fiction, and had to say in the secret of my heart, 
not my will, O Lord, but thine be done. 

I had not sat long in the meeting before I had 
to tell them that I felt the necessity laid upon me, 
and wo would be unto me if I did not preach the 
Gospel in the ability that God giveth. Though 
it was very unexpected to me, yet I had consider- 
able to say, much to the satisfaction and relief 
of my mind. My testimony was to encourage all 
the well-disposed minds, and to bring to view the 
happy situation of those that live in the fear of 
the Lord, and are fearful of doing any thing 
that is inconsistent with his blessed will. 

After this meeting my mind was in a very 
different state from that in which it was before. 
Yea, the mountains were made to skip like rams, 
and the little hills like lambs. All praise and 
thanksgiving be untothe good Shepherd of Israel, 
who will not leave nor forsake his dependant 
children. I could now converse with my friends 
with a degree of cheerfulness and freedom. 

4th day the 3d inst. We took leave of our 
kind friends and proceeded on our way to attend 
the meeting at a place called Plathiat, which 
was held at a private house. Notice having 
been given that we expected to be there, there 
was a considerable gathering ; and it proved to 
be a favored meeting. There appeared great 
openness in the people’s minds to receive the 
Gospel in its simplicity. And I had to inter- 
cede with the Father of all our sure mercies that 
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maintain the precious cause, did but labor to 
keep their ranks in righteousness, they would be- 
come like a city set on a hill, and “that others 
seeing their good works would have cause to 
glorify our Father who is in heaven.” I also had 
to point out the necessity of coming to know and 
understand for ourselves the nature of acceptable 
Divine worship, and howit was to be performed ; 
and that I was confirmed in the belief that if we 
were attentive enough to the witness that is 
through Infinite Goodness placed in the secret of 
our hearts for a sure director, that the time had 
now come when there was no necessity for one 
brother to say to another, know the Lord, but 
all would know him from the least to the greatest. 
Thus were the poor travellers Zionward com- 
forted, and those who were hungering and 
thirsting after righteousness encouraged to hold 
on their way. 


(To be continued.) 


The following extract from a private letter, 
addressed by an English philanthropist to a 
citizen of New York, contains so many valuable 
hints in regard to the appropriation of hours to 
school and other pursuits, that we are induced 
to copy it. 

From The American Medical Times. 


Richmond, Surrey, 8S. W. (England,) June 11, 1860. 
My dear B.—T have of late been prosecuting 
an educational inquiry which promises large 
results. You may know that I was a Commis- 
sioner of Inquiry into the complaints as to the 
successive labor of young persons in our cotton 
manufactories, and that I proposed measures 
which in part have beeu executed, for reducing 
the working time of children, under thirteen, to 
six hours daily work, and for insuring a daily 
attendance at school of three hours. The chil- 
dren under this provision are called ‘¢ half- 
timers.” On an investigation of the results of 


He would be pleased to give us all thankful | the instruction obtained by these “ half-timers” 


hearts for his many favors vouchsafed to us. 


in well-conducted schools, I find that their at- 


4th. We went this morning before meeting | tainments are quite equal to those of the full- 
to Alexander Lewis’s, a man who had formerly | timers, or those attending school six hours daily; 


lived with my father, and after sitting with them 
and getting into the quict, it was with me to tell 
them that a little with contentment was better 
than a great deal with strife. And also to en- 
courage them by pointing out the happy situation 
of those who were engaged, above every other 
consideration, to live in conformity to the divine 
will. We then attended meeting at New Pal- 
by. There were many more gathered than I ex- 
pected, and I was never brought into greater 
thankfulness and gratitude of heart than at this 
time, and had to express my belief that the Lord 
was still mindful of his people, and wonld not 
leave nor forsake his dependant children. That 
if the few that were concerned to support and 


and that in mental aptitudes for the application 
of their knowledge they are superior. They 
gain in bodily condition by the reduction of 
their bodily labor, as they do in mental condi- 
tion by the reduction of their mental labor of 
the common routine of school teaching. On the 
other hand, I have carried out a close examina- 
tion of the best of our long-time schools for 
young children, and I find upon the testimony 
of the most intelligent teachers, that by no means 
can they keep up a voluntary attention beyond 
two hours in the morning and one hour after 
dinner, or in the afternoon ; that by force they 
cannot get more than an entire half hour of real 
attention, and indeed that that extra half hour 
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is a mental mischief, and begins to be a bodily 
injury. 

It follows that the whole of our school system 
is in violation of psychology and physiology. 

Boys retrieve somewhat the injury of undue 
mental work by athletic games ; not so with our 
girls. In our boarding schools they are kept at 
sedentary occupation often as long as eight hours, 
with but slight bodily exercise [I find that in 
Manchester, the females, daughters of mothers 
who have worked hard, but whose fathers have got 
on in the world, and who do not need tbe manual 
labor of their children, and who have sent their 
daughters to day schools and to boarding schools, 
that these daughters are shorter and generally 
of inferior strength to the working mothers ; 
that the proportion of mothers of the well to-do 
classes there, who can suckle their own children, 
is dimmishing; that among women who have 
one servant there are ailments which are un- 
known amongst women who have no servants ; 
that these ailments are worse with women who 
have two servants, and yet very bad indeed, and 
with new complications of hypochondria, amongst 
women who have three servants. A Manchester 
physician, who got thoroughly tired of attending 
upon one of those ladies, said at last that his 
only hope for her cure was in one simple pre- 
scription, “‘to live upon a sixpence a day and 
earn it.” The evil is, however, that their school 
training has been such as really to disqualify 
them from earning it. One evil is that the 
deaths from childbirths are sevenfold greater 
amongst the females of the higher class than 
amongst the class with one or no servant. 

Now what I have long heard is, that the 
Anglo-Saxon race in America is degenerating ; 
that the proportion of females there who can 
rear their own children is dimivishing; that 
young American ladies fall off sooner than the 
old country ; that the bones of the race, as I see 
one lecturer states, are altering, and the teeth 
overcrowded. But might I not as well say, that 
the Anglo-Saxon race is falling off in Manches- 
ter ; that the females decay sooner than they did, 
or do, in the very “old country” on the hills a 
few miles off, where they have to milk cows and 
carry milk pails on their heads, and where there 
ure DO spinal distortions.such as are common in 
well-to-do families? As to the alteration of the 
bones, and the overcrowding of the teeth, cited 
as a proof of the alteration of the race, a very 
able American dentist here tells me that it is 
simply due to the insanitary habits of the pa- 
rents. 

The remedies to which I go, are the reduction 
of the ordinary school hours by one-half, and the 
occupation of children who are not engaged in 
manual labor with gymnastics. In Sweden they 
have introduced gymnastics in connexion with 
female schools, but they have not reduced the 
excess of school occupation. A Ladies’ Sanitary 


Association headed by the Lady C* * *, Mrs, 
C* * *, and a number of other great ladies, 
have required that I shall give a public lecture 
on the subject to their Association, on the 18th 
of next month. 

I remember an American medical tract on the 
evils of the over excitement of the nervous sys- 
tem of females, of some thirty years ago. [ 
should be obliged if from any of your medical 
friends, Dr. Griscom or others, if the evils ig 
question have been observed, or treated in con- 
nexion with education in any recent medical or 
educational works, you will send me word, or 
the tracts in time for my use of them. I sup: 
plied information on sanitary topics to the late 
Horace Mann, who returned me several interest- 
ing educational reports from Massachusetts ; but 
I have got none of recent date. I ’observe in" 
connexion with education a “truant officer” 
mentioned as a public officer. I should be in- 
terested to know the nature and extent of his 
functions, and whether they are connected or not 
with long-time school hours, or how? With 
our ‘ half-timers’’ the voluntary attention is 
bright, and the floggings for inattention, and 
the truants, fewer. j 

For girls I propose more industrial training; 
for the poorer class, laundty work, washing, iron- 
ing, ete. Yours, ete., 

Epwin CHADWICK: 
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PHILADELPHIA, NINTH MO. 15, 1860, 


Diep, in Willistown, Chester Co., Pa., on Second day 
evening, 8th month 6th, 1860, Mary L. Haycock, im 
the 83d year of her age, a member of Goshen Monthly 
Meeting. 


——, At the residence of her husband, near Winches- 
ter Va., on Sixth day morning, the 7th inst., after a few 
days illness, of typhoid fever, Saran Ems .ine, wife of 
Jackson Robinson and daughter of Thomas Wright, 
in the 48th year of her age. This dear friend was 4 
member of Hopewell Monthly Meeting. 

Her remains were taken to the Kidge grave yard 
on the 8th, attended by a large concourse of relatives 
and neighbors, by whom she was much beloved. 


—_—_——~ee———____ 


EXTRACTS FROM ‘CONVERSATIONS, DISCUS- 
SIONS AND ANECDOTES OF THOMAS STORY.” 
(Continued from page 426.) 

A FERRY-BOAT. 

Christian Manners, ete. 

On the Ist day of the Seventh month we went 
to Kinghorn, in order to pass over to Leith; 
where we found a ferry-boat ready to put off 
from the shore, in which were several passen- 
gers, and among the rest an Episcopal priest. 
And, as soon as he perceived what we were, he 
fell into a rage, and endeavored to keep us out 
of the vessel, and disappoint us of our passage; 
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which he seemed more bold in, under the counte- | art not fit to be disputed with about religion. 
nance of a young gentleman in the boat; who,| And not being in earnest in what he had pro- 





by his appearance, seemed to be the priest’s pa-| posed, he only smiled,'and dropped his preten- 
tron or benefactor. But I soon gave him to un-| sion. 


derstand we were not to be imposed upon in that 


Then he addressed himself to the passengers, 


point ; and insisting on our passage, required | and said, concerning Friends, “ they are a peo- 
the boatman to take in our horses, and we stepped | ple who give no honor to any, nor seek any, and 


in after them ; and then his spirit fell, when he 
saw our resolution and management, and that 
the gentleman did not oppose us: and the priest 
becoming more calm, so did the wind, which 
had retarded our passage: and, after awhile, 
perceiving the spirit of the man to be overcome 
and quieted, I spake to him concerning his pas- 
sions, and enmity against us without any cause ; 
putting him in mind how inconsistent such a 
behaviour is with Christianity, of which I sup- 
posed him to be a professor, if not.a professed 
teacher ; and that religion requires all the pro- 
fessors of it to be kind to strangers; and that 
though he was equally a stranger to us, as we to 
him, yet since we were strangers in his native 
country, that character belonged more properly 
to us. 


yet are honored of all; being admitted into the 
company and friendship of men of all stations 
and degrees without offence, because they make 
their plain behaviour an incident of their religion, 


| and badge of their profession ; and their princi- 


ples leading them to peace with all sorts, and 
against wars and fighting, whilst other professors 
destroy one another, and thereby lessen their 
numbers, this people are still increasing, by pro- 
pagating their kind and their principles.” This 
he spake pleasantly ; and, not seeifg need to re- 
ply, or make any observation upon it, I let it 
pass; and so all that looked like coutest ceased, 
and they continued very sociable till we went on 
shore; and, when we were landed, they invited 
{us to drink a glass of wine with them, but that 
we excused, and, parting with them in friend- 


This calm reasoning with him, in the grace of ship, went forward to Edinburgh. 


God, had so good an effect, that he confessed 
his fault, and desired it might be passed by, 
which was freely granted ; and then, as we stood 
together by the side of the vessel, he became 
very kind and familiar, and told me he was, by 
profession, an Episcopal minister, but displaced, 
and deprived of his living by the Presbyterians 
at the revolution. Then I informed him, that I 
had been of the same profession of religion ; that 
my nearest relations were so still, and my elder 
brother a dean of the Episcopal Church; the 
manner of my own education, my leaving the 


. profession of the law, as not consisting with the 


calling of God in the concern I was then about; 
and yet, casting myself on His providence, I 
wanted nothing. 

After which I advised him that, since in the 
course of Providence, he was divested of his 
bread, in the way he had chosen for himself, he 
had best now to lean upon the arm of the Lord 
for his subsistence, in a way which might be 
shown him, in some honest employment, in case 
he should look no more back to his former course 
or dependence ; and all I said he heard with 
temper, and said, he believed I wished him well 
therein. Then the young gentleman said, a lit- 
tle pleasantly, he himself had a mind to dispute 
With me on the subject of baptism. Then I said, 
before we begin the dispute, answer mc one 
question: how many baptisms are there in use 
in the Christian religion? He answered, there 
are three. Then I told him he would make but 
poor hand in the dispute, that had missed it 
8a far in the entrance ; for, whereas the Apostle 
Paul saith, “There is one Lord, one faith, and 
one baptism,’”’ thou sayest there are three bap- 
tisms ; and since thou opposest the apostle, thou 





CZAR OF MUSCOVY AND PRINCE MENZIKOFF, ETC. 
Flattering Titles and Tribute, etc. 

At this time Peter the Great, Czar of Mus- 
covy, being in London incog., and Gilbert Mol- 
lyson (Robert Barclay’s wife’s brother) having 
heard that a kinsman of his was in the czar’s 
service, and, being desirous to increase the know- 
ledge of the Truth, requested me to go with him, 
in quest of his kinsman, to the czar’s residence, 
a large house at the bottom of York-Buildings, 
in order to present him with some of Robert Bar- 
clay’s Apologies, in Latin; hoping that, by that 
means, they might fall under the czar’s notice, 
and be subservient to the end proposed. And 
accordingly, we went one morning; and when 
we came to the place, Gilbert inquired of the 
porter after his cousin ; but could not hear any- 
thing of him in the lower apartments, but was 
desired to stay till further inquiry was made in 
the house; and a servant went up stairs to that 
end, and, when returned, invited us up. 

The head of the staircase, on the first floor, 
brought us to the entrance of a long passage, 
which went through the middle of the house, 
and there stood a single man at a large window, 
at the further end next the river Thames, to 
whom we were directed for intelligence : and, as 
we passed along, we observed two tall men walk- 
ing in a large room on the right hand; but we 
did not stop to look at them, only transiently as 
we moved ; for supposing one of them to be the 
czar, of whom I had heard that he was not will- 
ing to be looked upon, and careful not to offend 
him, we behaved with caution, and went direct- 
ly to the person standing at the window, of whom 
Gilbert Mollyson inquired after his kinsman ; 


442 FRIENDS’ INTELLIGENCER. 


Sv 


and he told us, that such a person had been in | merchandizing, with the blessing of Heaven upon 
the czar’s service, but was dead. our labors, do not want, but rather abound. 

In the mean time, came the czar and the other | And though we are prohibited arms, and fight. 
to us; the other, I suppose, was Prince Menzi-|ing in person, as inconsistent (we think) with 
koff, his general. Our backs were toward them, | the rules of the Gospel of Christ; yet we can, 
and our hats on ; and when they approached, the | and do, by his example, readily and cheerfully 
person with whom we had conversed, looked | pay unto every government, in every form, where 
down upon the floor with profound respect and | we happen to be subjects, such sums and assess. 
silence ; but we stood in our first posture, with | ments as are required of us by the respective 
our faces toward the window, as if we had not | laws under which we live. For when a general 
taken any notice of them. The person we had | tax was laid by the Roman czar upon his exten. 
conversed with was an Englishman, a Muscovy | sive empire, and the time of payment came, the 
merchant, known to the czar in his own country, | Lord Jesus Christ, whose kingdom is not of this 
understood his language, and was his interpreter. ) world, demanded of Peter: “Of whom do the 
Then the czar spoke something to him, which | kings of the earth take custom or tribute? Of 
we did not understand. Upon which he asked | their own children or of strangers? Peter saith 
us, “Why do you not pay respect to great per-| unto him, Of strangers. Jesus saith unto him 
sons, when you are in their presence?” I) Then are the children free. 
answered, So we do when we are fully sensible | lest we should offend them, go thou to the sea, 
of it, especially to kings and princes: for though | and cast an hook, and take up the fish that first 
we have laid aside and decline all vain and/| cometh up: and when thou hast opened his 
empty shows of respect and duty, and flattering | mouth, thou shalt find a piece of money, that 
titles, whereby they are generally deceived, by | take and give unto them (the tribute gatherers) 
insincere and designing men, who seem to admire | for me and thee.” Thus working a miracle to 
them for their own ends ; yet we yield all due! pay a tax, where yet it was not strictly due, we 
and siucere respect and duty to such, and all in! by so great an example do freely pay our taxes 
authority under them, by giving ready obedi- | to Caesar, who, of right, hath the direction and 
ence to all their lawful commands. But when, | application of them to the various ends of gov- 


at any time, any of them, either through tyranny | ernment, to peace or to war, as it pleaseth him, 
or ignorance, or ill counsel, happens to command | or as need may be, according to the constitution 
anything contrary to our duty to the Almighty, | or laws of his kingdom; and in which we, as 


or his son Christ our Lord; then we offer our | subjects, have no direction or share: for it is 
prayers and tears to God, and humble addresses | Czsar’s part to rule, in justice and in truth, but 


Notwithstanding, 


unto such rulers, that their understandings may | ours to be subject, and mind our own business, 


be opened, and their minds changed toward us. 

The czar gave no reply to this, but talked 
with his interpreter again, who then asked: 
“Of what use can you be, in any kingdom or 
government, seeing you will not bear arms and 
fight ?” 

To this I replied, that many of us had borne 
arms in times past, and been in many battles, 
and fought with courage and magnanimity, and 
thought it lawful anda duty then, in days of 
ignorance; and I myself had worn a sword, and 
other arms, and knew how to use them. But 
when it pleased God to reveal in our hearts the 
life and power of Jesus Christ, his Son, our 
Lord, who is the Prince of righteousness and 
peace, whose commandment is love, we were then 
reconciled unto God, one unto another, unto our 
enemies, and unto all men. And he that com- 
mandeth that we should love our enemies, hath 
left us no right to fight and destroy, but to con- 
vert them. And yet we are of use and helpful 
in any kingdom or government: for the princi- 
ple of our religion prohibits idleness, and excites 
to industry; as it is written, “They shall beat 
their swords into ploughshares, and their spears 
into pruning hooks;’’ and we, being husband- 
men, concerned in all manner of husbandry and 
jmprovements, as likewise in manufactories and 


/and not to meddle with his. 

| Upon this the czar took several turns in he 

| gallery or passage, and then came and looked 
steadfastly upon us, though we did not seem to 
mind him, or know that it was he. Then I 
said to the interpreter, that we understood there 
was a person of great dignity and distinction in 
that place, a stranger; very inspectious into the 
state of affairs and things in general, and no 
d.ubt might be also inquisitive into the state 
of religion; and we (being a people differing in 
some points from all others, and so much mis- 
understood and misrepresented in our own coun 
try, that even our neighbors themselves did not 
know us), lest that great prince should be misi0- 
formed and imposed upon concerning us and out 
religion, had brought him some books, dedicated 
to the sovereign of our native country; by which 
he might please to see a full account of our prit- 
ciples We then produced two of the Apologies 
in Latin. 

Then the czar talked again with the interpre 
ter, who asked us: ‘‘ Were not these books writ 
by a Jesuit? It is said there are Jesuits among 
you.” To which Gilbert Mollyson replied, 
“‘ That is a calumny, and proves the necessity of 
our endeavors, in that respect, at this time. We 
have no Jesuits among us. Our religion and 
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theirs differ very heirs differ very widely. This book was writ ja leprosy of sin and uncleanness, no cure ot hel This book was writ 
by a near relation of mine, who was not a Jesuit, 
but sincerely of those principles asserted and 
maintained in the book, as our whole communi- 
t is. ” 
Y and then the czar and interpreter talked to- 
gether again ; after which the latter took some 
old out of his pocket, and offered us for the 
hooks. But [ told them, we were no such men 
as to want anything for the books, or otherwise. 
They were a present to that great prince, and 
given freely ; and all that we desired was, that 
they might be acceptable; and that in case any 
of our Friends should, at any time hereafter, 
come into his country, and preach those princi- 
ples contained in the books, and if they should 
meet with opposition and be persecuted by any 
oficers or persous in power under him, for the 
sme, he would please to afford them protection 
and relief. Then they talked together again, 
amd the interpreter kept the books; and the 
gar and Prince Menzikoff retired into the room 
from whence they came. 

They being gone, we asked the interpreter if 
that was the ‘aar? He said he was. Then we 
asked him, if he had told the ezar the substance 
of what we had said? and he said he had. Then 
ve desired, that if he asked him any more ques- 
tions about us and our religion, not to mention 
tohim any of those rude calumnies thrown upon 
w by ignorant and malicious persons, but the 
truth, to the best of his observation and infor- 
mation ; and he promised he would. Then he 
told us, that the czar did not understand the 
latin tongue, but only bis own language and 
Mgh Dutch. Then Gilbert Mollyson gave one 
ofthe Apologies to the interpreter (for he had 
several with him), and so we departed in peace 
and satisfaction. 

This was about the beginning of the week, 
ad the next First day the czar, the prince, and 
‘great company of his other attendants, came in 
the morning to our meeting in Grace Church 
Street, all in English habits, like English gentle- 
men, and the same interpreter with him. I 
happened to be there in the gallery, and the first 
[knew was Menz koff. Robert Haddock had 

n to preach a little before they came in, 
won the subject of ‘‘ Naaman, the captain gen- 
ml-of the host of the Assyrians, going to the 
prophet for cure of his leprosy ; who directing 
him to dip himself seven times in the river Jor- 
dan; the general, despising the means, as too 
low a thing, expecting some ceremony or action 
fom the prophet, was about to return without a 
care, till being persuaded by his own servant to 
make trial of the means prescribed, he found 
the end accomplished, by happy experience.’ 
From which Robert drew this observation, as 

‘om a type of a more excellent and general na- 
lure and consequence, saying, “The nations of 
this world being defiled and distempered, as with 
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a leprosy of sin and uncleanness, no cure or help 
could be found, until the Almighty, in his infi- 
nite goodness, sent his son Jesus Christ into the 
world, to die for man as a propitiation for sin ; 
through whom also ke hath sent forth his divine 
light, ” Spirit, and grace upon all mankind, in 
order for the completing of that cure ; which 
nothing less can do, and to which all mankind 
are directed by the servants of Christ; and as 
many as have believed and made trial of this ex- 
cellent means, have found the blessed effects 
thereof ; they have been healed, cured, and 
cleansed. Now,” said he, “ if thou wert the 
greatest king, emperor, or potentate upon earth, 
thou art not too great to make use of the means 
offered by the Almighty for thy healing and re- 
storation, if ever thou expect to enter his king- 
dom, into which no unclean thing can come. 
And the czar and his interpreter were often 
whispering together in the time, though Robert 
Haddock knew nothing of his being i in the meet- 
ing; and thus be stayed very sociably, till ob- 
serving the people crowd up before him to gaze 
(which he could not endure), he retired on a 
sudden, along with his company, before the meet- 
ing was quite over : for some people in the streets 
had seen him as he came, and, by some means, 
had discovered who he was, and crowded after 
him to see him more perfectly. 
(To be continued.) 

For Friends’ Intelligencer. 

Review of the Weather, &c. for EIGHTH month. 


Absence from the city and a press of engagements 
have prevented the preparation of the following 
earlier in the month. 


1859. 1860. 


Rain during some portions of the 

24 hours, ms 
Rain all or nearly all day, 
Cloudy without storms, 
Ordinarily clear, 


9 days 

l cc 

ee 
18 


15 days. 
l a 

0 “ 
15 es 


“ 
ac 


31 


TEMPERATURES, RAIN, DEATHS, &v. 
1859. 


31 


1860. 
Mean temperature of the month 

at Penna. Hospital, 73.35 deg. 
Highest do. during do. 92 “ 
Lowest do. do. do. 54 “ 
Raw during the month, 4.73 in. 
Dearss, counting four current 

months in each year, 


Average of the mean tempera- 
tures of this month for 
the past 71 years, ‘ ‘ 
Highest do. during that entire 
period, 1851, 
Lowest do. 


73.12 deg. 
94 | 
58 as 
8.40 in. 


862 1171 


72.69 deg. 


77 50 


do. 1816, 66 


SUMMER TEMPERATURES. 


Mean Temperature of the three 
summer months of 1859, 
do. do. of 1860, 
Average of the summer Tempera- 
ture for the past 71 years, . 


72.45 deg. 
73.95 “ 


1228y°"'* 
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Highest summer mean occurring 
during the past 71 year 
aan... sn . 

Lowest do. 











do. 1816, . . . 66 




















for the past seventy one years. 




















of 1859, by about a degree and a half. 














and vine. 






































continued. 
Philadelphia, 9th mo. 14th, 1860. 


———————<0>-—__ 


J.M. E. 























From the Anti-Slavary Standard. 


IN THE COUNTRY. 


Listening, as I lie here, 
Amid the fragrant hay, 

To sweet bird-voices singing soft and clear 
Their happy summer lay ; 



































Drinking the golden wine 
Poured by the gracious sun, 
Richer than richest juices of the vine, 
With rarer sweets o’errun ; 




















Gazing into the deep, 
Unfathomable blue, 

That arches o’er my head with boundless sweep, 
In glory ever new; 




















Watching the shadows play 
Upon the orchard grass— 

Shadows that softly come, and flit away, 
And charm me as they pass ; 























Breathing the sweet, pure air, 
Fresh from the dewy hills, 
- While, dreamily, steals o’er my listening ear 
The music of their rills ; 





























Resting my weary eyes 
With the delicious green 

Of grass and trees; while bluer than the skies 
The river’s deep serene ; 























A strange, sweet rapture steals 
Into my heart and brain; 

What magic touch thy loveliness reveals, 
Oh, world, so full of pain! 























Once, once again I rest, 
A trustful child I lie, 

Ob, Mother Earth, upon thy loving breast, 
As in the days gone by! 





























Passion hath passed away, 
And weariness and woe; 

Wrapt in the glory of this perfect day, 
Sweet peace at last I know. 
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77.66 deg. 


From the above it will be seen that the tempera- 
ture of the month under review was about the same 
as that of the preceding year, as well as the average 
Though falling 
below the highest point attained during that 
period about three and three quarter degrees. 
The entire summer temperature exceeded that 


The deaths show an increase of three hundred 


The number of rainy days considerably in- 
creased, while the quantity of rain about doubled 
—sIx inches of which fell during twenty-four 
hours of the tremendous storm which commenced 
on the 13th of the month ; up to that date, the 
long drought previously spoken of in last review, 


Selected. 
THE STAR CHILD. 

In a pleasant chamber, close beside 
A lofty window deep and wide, 
Stood a little bed, in whose bosom deep 
A young boy went to his nightly sleep. 
The window was as a crystal door, 
Opening out on the silent night ; 
And the radiance of the clear star-light 
Lay in white streaks on the chamber floor, 
And shone on the pillow and on the bed, 
And brightened the sleeper’s beautiful head, 
And all the night, as one by one, 
The shining stars went up the sky 
They paused, and looked through that window high, 
And as each and every star in turn, 
Like a crown of silver lustre skone, 
Round the head of the boy, more still and deep, 
More etarry and bright grew his innocent sleep, 


One night be awoke ; and one star alone, om 
Through that lofty casement was shining down ; 

He gazed, and gazed, till it grew Jike an eye 
Placid and clear in the midnight sky ; 

Then the boy looked trustfully up and smiled, 

And the star looked brightly back to the child. 


The morrow he went to his pictures and play, 

But often and often he turned him away, 

And smiled to his thought, as though a fair dream, * 
Were passing him and his sports between: 
The mother questions him gently the while, 
“Why does my boy look upward and smile ?” 

“Ob mother! oh mother! I wish you could see, 
The beautiful angel that’s watching me.” 


——_—_-+—~ep 
From Janney’s Middle Ages. 


HISTORY OF THE WALDENSES PREVIOUS TO THE 
REFORMATION. 


(Continued from page 414.) 


In the year 1110, Peter de Bruys preachéd 
the gospel in Languedoc and Provence, and 
great numbers were convinced by his ministey. 
After a service of twenty years, he too suffered 
martyrdom, 

But previous to this time a considerable body 
of dissenters who bore the name of Paterines 
appeared in Italy, in the cities of Milan, Modeas, 
Ferrara, Verona, and many other places. They 
taught that “a Christian church ought to com 
sist only of good people ; that it is not righbto 
take oaths, nor to kill mankind ; that faith with 
out works will not save us; that the ¢ 
ought not to persecute any, even the wicked; that 
the law of Moses was no rule to Christians; that 
there was no need of priests, especially wicked ones; 
and that the ceremonies, orders, and sacramenst 
of the church of Rome were futile, expensive, 
oppressive, and wicked.” The Paterines were 
decent in their deportment, modest in their dress 
and manners, and their morals irreproachablem 
They were not eager to accumulate wealth, and 
avoided commerce because it exposed them 
temptation, choosing rather to live by labor and 
useful*trades. They were always employed:ia 
spare hours either in giving or receiving instrae 
tion. Their bishops and officers were mechamies, 
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weavers, shoemakers, and others, who maintain- 
ej themselves by their industry. About the 
year 1040 they became a very numerous people 
in Milan, which was their principal residence ; 
and here they flourished at least two hundred 


ears. 
oh the twelfth century the number and zeal 
of the Waldenses were much increased by the 
labors of Peter Waldo of Lyons, a celebrated 
teacher of religion, who has by some writers been 
erroneously considered the father of the Walden- 
sian church. This mistake has probably arisen 
from the coincidence of names, and from the cir- 
cumstance that until his time these dissenters 
had remained in comparative obscurity. 

It appears that about the year 1160 the doc- 
trine of transubstantiation began to prevail in 
the Roman church; that is to say, the people 
were taught to believe that the wafer and wine 
consecrated by the priest and eaten by the peo- 
ple, were the identical body and real blood of 
Christ, and not the mere emblems as had been 
formerly believed. 

When this new doctrine, which was first 
broached in the ninth century, became fully es- 
tablished, the priest and people bowed down and 
worshipped the God who was thus supposed to 
be present in a corporeal form. This is termed 


the sacrifice of the mass, and the bread thus wor- 

shipped is called the host, which is offered up 

every day by the papists as a sacrifice for sin. 
When Peter Waldo beheld this ceremony he 


was so struck with its absurdity and impiety, 
that he opposed it in the most courageous man- 
ner. It is stated that he had then no intention 
of separating from the church of Rome, nor of 
becoming a reformer; but a circumstance after- 
wards occurred which had the most important 
consequences in his life. ‘One evening after 
after supper, as he sat conversing with a party 
of his friends, one of the company fell down 
dead on the floor, to the consternation of all pre- 
seat.” This evidence of the uncertainty of hu- 
man life so deeply affected him, that he could 
not escape from the convictions which overpow- 
ered his mind. He had recourse to the sacred 
wolume for instruction and consolation, and 
through the powerful operation of divine grace 
sttained to the saving knowledge of God. 

At that time there was no translation of the 
scriptures in the vernacular tongues, the Latin 
Vulgate Bible being the only one known in Eu- 
Tope, and even that was accessible to but few.— 
Happily for Waldo and for the world, his educa- 
Hon and circumstances enabled him to surmount 
these obstacles ; he not only read it himself, but 
he caused the New Testament to be translated 
into French, and thus procured for the common 
people the inestimable treasures it contains. 

In proportion as he became acquainted with 
the scriptures he perceived more clearly the mass 
of superstition and idolatry that prevailed, and he 
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began to preach against the corruptions of the 
church of Rome and the vices of the clergy. 

Multitudes flocked to his ministry and gladly 
received the word of Truth. The clergy were 
incensed at this boldness in a layman, and alarm- 
ed at the prospect of their craft being endanger- 
ed. Pope Alexander III. being informed of these 
proceedings anathematized the reformer and his 
adherents, and through the instigation of the 
priests a violent persecution was stirred up, which 
compelled Waldo in the year 1163 to quit Lyons, 
and dispersed his flock, who fled into different 
countries carrying with them every where the 
principles of their faith, which took root and 
multiplied. Waldo himself settled in Dauphiny, 
where he preached with such success, that great 
numbers embraced his doctrines, who were after- 
wards denominated Leonists, Vaudois, Albigenses 
or Waldenses ; these various names being applied 
in different countries to people professing nearly 
the same doctrines. 

Being still persecuted from place to place, Waldo 
retired to Picardy and from thence to Germany, 
where his labors were attended with abundant 
success; he at length settled in Bohemia, where 
he finished his course in the year 1179, after a 
ministry of twenty years. There is no doubt 
that he was instrumental in raising up, or at 
least in confirming that large class of dissenters 
known by the names of Bohemian Brethren and 
Moravians. 

Numbers of the followers of Waldo fled to 
Piedmont, taking with them his translation of 
the scriptures, which was an inestimable gift to 
the faithful Waldenses. 

There is abundant evidence to prove that the 
Waldenses, or dissenters professing the same 
principles, spread thoughout Europe; and that 
great numbers especially of the poorer classes 
embraced their principles, although in doing so 
they became exposed to the severest persecution 
instigated by the monks and priests of the es- 
tablished religion. In the valleys of the Pyre- 
nees these dissenters were very numerous, and 
they were found in Spain in the thirteenth cen- 
tury, where vast numbers were put to death by 
the Inquisition. 

In England they appeared under the name of 
Lollards, who were the precursors of the Wick- 
lifites, so called from the celebrated reformer 
John Wickliffe, the first person who translated 
the scriptures into the English language. 

The rapid spread of these doctrines which were 
denominated “heresy,” caused the utmost alarm 
at the court of Rome ; to arrest their progress 
the mcst learned doctors of theology entered into 
controversy with the dissenters, but the weapons 
of logic and sophistry were found to be power- 
less, when opposed to the plain language of scrip- 
ture and the conclusions of common sense. It 
was then determined by the adherents of the 
papacy that as the work of extirpating heretics 
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could not be done by argument, it must be ac-| ples, and Venice similar attempts were made and 
complished by physical force ; and to effect this | resisted by the people. ! 
object they instituted the ‘‘ Holy Office,” or as| About the year 1330 the Waldenses in seyera} 
it is more generally termed, the Inquisition, the | parts of Germany were grievously oppressed b 
most terrible engine of oppression that human |an inquisitor named Echard, a Jacobin monk, 
depravity ever invented. This fearful tribunal |This persecutor appears to have becn more gip. 
was first suggested by Dominic, a Spanish | cere than many of his brethren ; for after inflict. 
monk, about the commencement of the thirteenth | ing great cruelties upon his unoffending victims 
century. His design was approved by pope In-| he was at length induced to examine the reagong 
nocent IlI., and Dominic was appointed chief | for their separation from the church of Rome, 
inquisitor. The Inquisition was introduced into|when, being convinced of their correctness, he 
France, but soon afterwards expelled by the indig- | acknowledged his errors and joined himself to 
nation of the people. In Italy its desolating | these persecuted disciples of Christ. 
effects still continue to be felt, but in Spain and| This course brought upon him the wrath of 
Portugal its ravages have been most revolting | the other inquisitors, by whom he was pursued, 
and destructive. taken, and committed to the flames. “ His dy. 
In the united kingdoms of Castile and Arra-| ing testimony was a noble attestation of the prin. 
gon there were eighteen inquisitorial courts, each | ciples and conduct of the Waldenses, for he went 
having its counsellors, secretaries, sergeants, and | to the stake charging it upon the church of Route 
other officers ; and besides these there were twen-|as a monstrous and iniquitous procedure to put 
ty thousands familiars dispersed throughout the | to death so many innocent persons, for no other 
kingdom, who acted as spies and informers.— | crime but their steadfast adherence to the cause 
“‘ By these familiars persons were seized on bare | of Christ.” 
suspicion, and in contradiction to the established} Notwithstanding the persecution they endured, 
rules of equity they were put to the torture, tried, | the Waldenses continued to increase in Germany, 
and condemned by the inquisitors, without being!and became so numerous that it was asserted, 
confronted by their accusers,” and even without | that “in travelling from Cologne to Milan, the 
being informed of the crimes alleged against |whole extent of Germany, they could lodge 
them. every night with persons of their own profes 
Persons of the most infamous character were | sion.” 
heard as witnesses against the most virtuous,| Like the primitive Christians in the reign of 
and the zeal of fanaticism was invoked to induce | Trajan, who were found enduring persecutionin 
servants to depose against their masters, children | every city and every province of the empire, their. 
against their parents, and husband and wife|numbers would have been sufficient to enable 
against each other. them to resist the malice of their adversaries; 
The sweets of domestic life were destroyed, | but their peaceable principles forbade them to 
confidence between man and man was at an end,|rise in arms against the government. Aboat 
and a gloomy and ferocious despotism brooded | the year 1370 a colony of the Waldensian youth 
over the land, which has changed the Spanish | of Dauphiny sought a settlement in Calabria, 
character from vivacity and buoyancy to distrust | bably hoping to enjoy without molestation thei 
and reserve, and has reduced a nation once the | religious privileges. They made application t6 the 
most powerful in Europe, to the lowest state of! proprietors for land to cultivate, which bei 
degradation. Thousands and tens of thousands of | granted, they speedily enriched and i 
the most virtuous citizens of Europe were tor- | their respective districts, and by their industey, 
tured and destroyed by this inhuman tribunal. | probity, and peaceable manners, gained the e& 
The poor Waldenses in France and Germany|teem and confidence of their landlords and 
suffered severely, but maintained their princi-| neighbors. 
ples with unshaken constancy in the midst of the| The priests alone were dissatisfied. They 
most excruciating tortures, when stretched on | found these colonists contributed nothing to sup 
the rack, or consuming at the stake. port the church by masses for the dead and other 
At this time the Waldenses of Piedmont om pepe ceremonies ; and the foreign schoolmas 
joyed peace and security under the paternal gov- | ters who educated the children of these strangers 
ernment of the Dukes of Savoy, who from the | were highly respected and preferred to them 
beginning of the thirteenth to near the close | selves. They signified their intention of com 
of the fifteenth century, a period of almost three plaining to the pope, but the gentry resisted and 
hundred years, resisted all the efforts of the remonstrated, until they found it expedient 
clergy to introduce the Inquisition into their relinquish their purpose. The consequence was 
territories. An attempt was made to establish that the Valabrian Waldenses enjoyed security 
this odious tribunal in Piedmont, but the people, and toleration until the year 1560, when they 





who had heard of its cruelties in France, rose formed a union with the church of Geneva,of — 


and put to death an inquisitor who had been which Calvin was their pastor. The persecutions 
sent by the pope to establish it. In Milan, Na- they endured after this union will demund out 
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notice at a subsequent period. During the four- 
teenth century the Waldenses continued to 
spread through the various countries of Europe, 
and almost every where met with persecution 
from the priests and rulers; but their doctrines 
took root among the common people, and under 
yarious names continued to be maintained till 
the time of the Reformation. 

In-the year 1457, a considerable body of Bo- 
hemians who dissented from the established 
worship were permitted to settle on the crown 
Jands of Litiz between Silesia and Moravia, where 
they formed a religious society called the United 
Brethren. Pious persons from various places, 
and among them many Waldenses who had been 
driven from their homes, joined this society, 
which soon became a flourishing and happy 
community. Their prosperity, however, soon 


attracted the attention of the priests, and they 


were subjected to a severe persecution. 

Their history and principles are recapitulated 
by Robinson, in his Ecclesiastical Researches, 
in the following language. 

(To be continued.) 


Oe 
THE CAUSES OF PAUPERISM AND CRIME. 


To remove the causes that produce, and the 
influences that foster, pauperism and crime, is 
the mission alike of Christianity and Philan- 
thropy, as it also is the problem of the age. 

To charge upon Divine Providence the causes 
of human wrong and suffering, is as unwise as 
impious ; while to charge them upon the suffer- 
ers is not always just. ‘ Man’s inhumanity to 
man’’ causes much of both pauperism and 
crime. And as it causes, so it perpetuates wrong 
and suffering, and makes ‘ countless thousands 
mourn.” 

The Earl of Shaftesbury, distinguished for his 
Christian philanthropy, at a meeting of the 
“National Association of Social Science,” after 
describing the circumstances of moral and phy- 
sical degradation in which the poor live, says: 
—“Do not lay the blame upon them, but upon 
ourselves ; you have the knowledge, you have 
the means—they have not the knowledge, they 
have not the means. And by every thing true, 
by every thing holy, you—you are your brother’s 
heeper.”” 

_“ Verily, O man, with truth for thy theme, el- 
oquence shall enthrone thee with archangels.” 
—The Presbyterian. 


OO 


ITEMS OF NEWS. 


_ Fearrut Occurrence.—On the morning of the 8th 
inst. the steamer Lady Elgin which left Chicago for 
Lake Superior, was run into by a schooner, while she 
was steaming along the lake in the neighborhood of 
Waukegan. Within twenty minutes after the collision 
transpired the steamer sunk. She had on board up- 


wards of three hundred and fifty passengers, of whom but 
seventeen were saved. 


Coprzr Discoverizs.—Copper mines have been dis- 
covered in British Columbia, in which large blocks of 
the pure metal, similar to those obtained in the mines 
of Lake Superior, have been found. These blocks 
are said to be very numerous. Silver is also found in 
considerable quantities in these mines. 


Society ror Promoting THE Employment or Women. 
—The objects of this society have received the concur- 
rence and support of the Council of the National As- 
sociation for the Promotion of Social Science, and are 
generally included in the furtherance of employment 
among women. The committee have opened classes 
for feminine instruction in book-keeping and arithme- 
tic, a knowledge of which will make the learners suit- 
able for many posts from which they are now exclud- 
ed. It may be hoped that the pupils will be enabled 
to compete for certificates at the yearly examination 
of the Society of Arts. Classes have also been opened 
to teach law-copying, and the specimens of this kind 
of work displayed on the table were far superior to 


the ordinary engrossing to be found in an attorney’s 
office. 


TeLecraPpH.—W. P. Pigott has laid and satisfacto- 
rily worked an experimental cable between Ryde, in 
the Isle of Wight, and Alverstoke, on the main land, 
which cable has the remarkable peculiarity of being 
uninsulated, and of having neither India-rubber nor 
gutta-percha in its composition. 


Japan.—Another decided movement towards making 
Japan better known is the publication of a Japanese 
grammar and dictionary in Paris. As the commerce 
of this nation will be principally with the United States, 
the atove works will have special value with us. 


MackereL Fisnine in Mains—Great Yietps.—The 
Deer Isle fishermen have taken from six to ten 
thousand barrels of mackerel this season. So says 
the Ellsworth American. The Eastport Sentinel says: 
“The mackerel still continue abundant, and our 
people, almost discouraged with the withdrawal for 
some years past of the resources upon which the 
prosperity of the place largely depends, bave again 
taken courage, and seem determined to do their part to 
bring about the ‘ good time coming.’”’ 


One drop of the essence of bitter almonds will com- 
municate an agreeable taste and smell to an ounce of 
the castor oil of commerce, and will not at all effect 
its medicinal action.—Scientific American. 


PassENGER Raitways.—In Philadelphia, there are 
now in actual running order niueteen passenger rail- 
way companies, with 395 cars, 2,744 horses, and 
1,623 men employed. There are 160 7-40 miles of 
single track. 


Suippine.—Within the past three years, 10 barks, 
5 brigs, 41 schooners, 1 propeller, and 8 tug-boats, 
which were built on the inland lake waters, are 
now employed in salt water service in our coasting 


trade. from their flat build they make excellent cot- 
ton traders, and large numbers of them are engaged in 
that branch of sea service. 


Stzam Exaives.—Some of the heavy engines for 
drawing on common roads in England are called 
‘steam elephants.” One of these lately built at Birk- 
enhead for the Datch government draws a load of 40 
tuns on alevel. Itis provided with one of Gwynne’s 
American centrifugal pumps to lift water, and it has 
also a common force pump, so that it may be used as 
a steam fire-engine when required. 
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THE PHILADELPHIA MARKETS. 


Fiovur and Mrat.—The unfavorable tenor of the 
foreign news +hgs flattened the Breadstuffs market, and 
there is very little doing io any descriptions. There 
is little or no shipping demand at present quotations, 
and the transactions are mostly confined to the wants 
of the home trade at $6 a 6 124 for superfine; $6 25 
a 6 50 for extras, and $6 62} up to 7 25 for extra 
family and fancy lots, which is a decline of 124 to 25 
cts. per barrel on the rates current a few days ago. 
Rye Fiour is worth $4 25, and Corn Meal sells at 
$3 50. - 

Grain.—There isa light supply of Wheat and a 
limited demand. Sales of 1,000 bus. prime Southern 
red last eveuing, at $1 34 a $1 38, and white $1 40 
al 50. Rye is wanted at 80 cts. Corn is firm, with 
sales of good yellow at 75 cents. Oats are steady, 
with sales of prime Delaware at 36 cents. New York 
Barley is held at 84 a 85 cts., and Barley Malt at 95 
cts. per busbel. 

CLOVERSEED is in demand, at $5 75 per 64 pounds. 
Small sales of Timothy at $2 62 a $2 75, and Fiax- 
seed at $1 62 per bushel. 





LDRIDGE’S HILL BOARDING SCOOL FOR 
YOUTH OF BOTH SEXES, at Eldridge’s Hill, 
Salem Co., N. J. 

The Fifteenth Session of this Institution will open 
11th mo. 6.b. 

All the branches of a liberal English Education are 
thoroughly taught; also the Latin and French lan- 
guages. 

Terms of admission $70 for males, and $65 for 
females per Session of 20 weeks. Latin and French 
each $5 extra. 

For further information address the Principal, 

ALLEN FLITCRAFT, 
Woodstown, Salem County, N. J. 
9th mo. 15. 


Simmation is wanted as teacher of small children, 
A and general assistant in a family, or as teacher 
alone of a neighborhood school. Address 

M. E. SATTERTHWAITE, 
9th mo. 15. Denton, Caroline Co., Md. 


VORESTOWN BOARDING SCHOOL ior girls 
N will re-open the Ist of 10th mo. (October) next, 
and continue in session 40 weeks. For paruculars 
inquire of 
MARY S. LIPPINCOTT, Proprietor, 
Moorestown P. O., Burlington Co., N. J. 
9th mo. 15th, 1860. 


AKE SCHOUL, at West Vienna, Uneida Co., New 

York.—The next term of 40 weeks begins lst of 
Tenth month. $90 per term for board and use of books, 
or at the rate of $2 25 per week. For Circular ad- 
dress 








SIDNEY AVERILL, 
ELMIRA AVERILL, 
9h mo. 8. Proprievors. 


MP\EACHER WANTED.— Wanted a competent male 
teacher,(a Friend) to take chatge of Friends’ School 
at Abington. Address SAMUEL W. NOBLE, Jenkin- 
town P. O., Montgomery Co., Penosylvania, 
9th mo. 8, 1860. 





~OR SALE.—The subscriber offers for sale the 
Farms known as Olney and Wilna, situated in 
Marford county, Maryland, about 6 miles north of 
Magnolia Station on the Philadelphia, Wilmington and 
Baltimore Railroad, and near Friends’ Meeting-house 
at Fallston. 
The whole tract embraces about Six Huxprep Acargs, 






















street. 








upon which there are two large First Crass Resipen- 
ces, with commodious Barns, STaBLEs, and other our- 
BUILDINGS, all in first rate order, together with several 
excellent tenant houses, Blacksmith and Wheelwright 
Shop, &c. The land is in the highest state of cultiva- 
tion, with a due proportion of wood land, well laid off, 
and fencing in first rate condition. Being eniirely 
healthy, and in the neighborhood of excellent society, 
the above property offers inducements to parties wish- 
ing to purchase, rarely to be met with. It will be sold 
together or divided into two or more places to suit 
purchasers. Payments will be made easy. For fur- 
ther particulars, apply to ISAAC TYSON, Jr., 71 
Second street, Baltimore. 


9 mo. 1—4r. 


MY HE Compilation which I have prepared of the 


“ CONVERSATIONS, DISCUSSIONS, AND ANECDOTES OF 


Tuomas Story,” is now published and ready for de- 
livery. ‘hey form a 12mo. volume of 363 pages ; the 
price in cloth binding is $1 per single copy, or six 
copies for $5.00. 


Persons procuring subscriptions will be entitled to 


one copy extra for every five subscribed for. 


Orders received by T. Ellwood Zell, No. 439 Market 
NATH’L RICHARDSON. 
Byberry, 8th mo. 31st, 1860. 


Sate Ins FEMALE SEMINARY.—tThe school year of 


this Institution is divided into two terms of five 


months each. A vacation of one month at the end of 
each term. 


The fall term will commence the lst of the 10th 
month ensuing, and continue in session until the close 


of the 2nd month 1861. 


For terms and other particulars, see Circular, which 
may be obtained by addressing the principals, Darby 
P. O., Delaware County. Pennsylvania, or at ibe store 
of Edward Parrish, No. 800 A:ch Street, Philadelpbia. 

ISRAEL J. GRAHAME, Principal 
JANE P. GRAHAME, i ame 
8 mo. 25 —2 mo. 


YBERRY BOARDING SCHOOL, FOR GIRLS.— 

The Eleventh session uf Byberry Boarding Schuol, 
taught by Jane, Annie and Mary S. Hillborn, will 
commence on the first Second-day of Tenth montb, 
1860, and continue foity weeks without intermissiun, 
(includiog two terms ot 20 weeks each.) The course 
of instruction embraces all the branches of a liberal 
Eoglish education. 

Terms $60 per session of 20 weeks, one balf payable 
in advance, the other half at the end of the ce-sion. 
For Circulars containivg further particulars, address 

JANE HILLBORN, 
Byberry P.O., Penna. 
8 mo. 4—2m. 


\ ATON ACADEMY.—The Sixth Term of the abuve 
Institution will open for the reception of Pupils of 

both sexes oa the First-day of the Tenth month next, 
and contioue a period of forty weeks, divided iuto two 
equal sessions. 

Terms $130.00 per term of 40 weeks. 

65.00 per half “* 20 * 

Catalogues, containing particulars, will be sent to 
every person desiring the same. 

Apply to 

WILLIAM CHANDLER, Priocipal and Proprietor. 
or WILLIAM A. CHANDLER, Principal Instructor. 


Kennett Square, Chester Counry. 
7 mo. 21, 1860. 


Merrihew @ Thompson, Prs., Lodgest. 
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